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NUMBERS 47 to 52 


main articles have no designation 


Subject Index 


Aircraft-noise Monitoring System for Munich’s Airport (b) 
P/mac 


Air-navigation and Communication Receivers, Test Assembly for 
H.-E. Ramundt, J. Pedersen 


Air-traffic Noise in Munich, Authentic Records of (b) 


Stw 
Amplifier Circuits, Basic (r) 
R. Maus! Part III 
Part IV 


Amplifier for TV Band III, Fully Transistorized 10-W Transmitter 
A. Wendl 


Antenna for 1 to 15 GHz, Log-periodic 
M. Schiller, E. Linhuber 


Antenna for Panavia 200, Preliminary Testing of HF (b) 
A. Stark/Ma 


Antennas, Measurements on Filters, Cables and (t) 
P. Turba 


Application Note: FAT Series of Wave Analyzers, 5 Hz to 60 kHz 
Application Note: IC Tester Semitest IV ILP 


ATC Experts, International Meeting of (b) 
H. Mast 


Attenuator, Modular UHF High-power (b) 
P/mac 


Bavaria 3 — a New VHF Transmitter (b) 
P/mac 


Bavarian Look (f) 
RUS 


Buzz, crackle, hum and other related sounds (f) 


Cables and Antennas, Measurements on Filters (t) 
P. Turba 


Calibration Van — Equipped by Rohde & Schwarz 
G. Ballwanz 


Capacitor Testline — Fully Automated with KVZT and UCK (b) 
G. Dabrowski 


Coils, Measuring the Q Factor of (t) 
B. Dirbeck Part II 
Part III 


Colour-gain & Delay Test Set SPAF 
M. Swart 


Concentrated Action (f) 
RUS 


Counter FET 2, Frequency Measurement up to 6 GHz, New Plug-ins for 
B. Fritze, H. Oberauer 


Definitely defined (f) 
RUS 


Delay Test Set SPAF, Colour-gain & 
M. Swart 


DF Success in Norway (b) 
K. Christensen 

Directional Array with Variable Polarization, UHF Four-element 
M. Schiller 

Directional Couplers for VHF/UHF Range, 3-dB High-power 
M. Wondrowitz 


Field-strength Meter HFV, Portable VHF 
H. Goldmann, M. Stecher 


Field-strength Meters in Use in Salt Mines, Power Signal Generators and 


H. Nickel 
Filter PBO, Active Octave (b) 
S. BuB, G. Dabrowski 
Filters, Cables and Antennas, Measurements on (t) 
P. Turba 
Filters for Spectrum Analyzers (t) 
K. Zirwick 
Frequency Measurement up to 6 GHz, New Plug-ins for Counter FET 2 
B. Fritze, H. Oberauer 
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Frequency Meter FD 100, Synthesizer-type 
R. Kraumann 
Frequency Standards — Off the Mark (b) 


Gain Measurements on VHF/UHF Antennas from an Aircraft, Radiation-pattern and 


L. Thomanek, K. Friede Part | 
Part Il 
Part III 


IC Function Tester, Logicscope — New-style, Handy 
W. Hoffmann 
IC Tester Semitest IV ILP (Application Note) 


Logic Circuits, Design of a 
L. Bruckmoser 


Part i 
Part Ill 
Part IV 
Logicscope — New-style, Handy IC Function Tester 
W. Hoffmann 
Logic Tester ICF — for Economical Checking of Modules, Automatic 
. Wauer 


Log-periodic Antenna for 1 to 15 GHz 
M. Schiller, E. Linhuber 


Meter EGT, Portable Impulse Sound-level 
A. Weinberger 
Meter FD 100, Synthesizer-type Frequency 
R. Kraumann 
Meter HFV, Portable VHF Field-strength 
H. Goldmann, M. Stecher 
Microvoltmeter UIG — Description and Uses, DC 
K.H. Blankenburg, T. Betz 
Mitteilungen, Rohde & Schwarz (abstracts from publications) 


Modulator MZF, Vision Test 
W. Kabl 


Multicoupler NV 3401 with Thin-film Circuitry, UHF 
H. Wagner 


at aE Measurements, Simple and Rapid 
.-O. Muller 


Octave Filter PBO, Active (b) 
S. BuB, G. Dabrowski 


Panavia 200, Preliminary Testing of HF Antenna for (b) 
A. Stark/Ma 

Polyskop IIl SWOB, Wideband Sweep Generator for 
G. Ebersberger 

Preferred (f) 
RUS 


Publications in 1969/70, Index of 


Q Factor of Coils, Measuring the (t) 
B. Dirbeck Part II 
Part Ill 


Radiation-pattern and Gain Measurements on VHF/UHF Antennas from an Aircraft 
L. Thomanek, K. Friede Part | 
Part Il 
Part III 
Bev cielenhone Equipment, Servicing of the Police Force’s 
ier 
Real-time Telemetry Stations for the AZUR Satellite, Reliability of 
F.R. Huber, K. Friedel 
Receiver USU 3 for 1 to 13 GHz, Test 
P. Jacob 


Reflectometer ZRZ for Swept-frequency Operation 
W. Diezel 


Satellite View of Volcano (b) 
H. Stachl 


eo wave Antennas for Radio Transmitting Station at Usingen, New (b) 
mac 


Sideband Adapter for Videoskop Ill SWOF 
J. Hempel 


Sees Transmitting Antennas from Rohde & Schwarz (b) 


Signal Generator SMLU for 25 to 1000 MHz, Power 
D. Burkhart 


DS eS gl ali and Field-strength Meters in Use in Salt Mines, Power 
icke 


Sound, A completely new (f 
AUS y (f) 


Sound-level Meter EGT, Portable Impulse 
A. Weinberger 


Sound-level Meters in Mobile Application, R&S (b) 
B. Machule 


Spectrum Analyzers, Filters for (t) 
K. Zirwick 


Standard-frequency and Time-signal Transmitters at Home and Abroad, Rohde & Schwarz Instruments Stabilize (b) 


L. Mooser 


Stereocoder — also for Coding Mono Transmissions, GC 001, a New 
H. Beyrich 
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39 


19 
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Sweep Generator for Polyskop Ill SWOB, Wideband 
G. Ebersberger 


Syne & Colour-subcarrier Generator Assembly SPSF Supplies Pulses for TV Measuring and Service Equipment 
H. Harm, R. Prechtl 


Synthesizer SSN, Programmable Low-frequency 


T. Frihauf 


Synthesizer-type Frequency Meter FD 100 
R. Kraumann 


Thin-film Circuitry, UHF Multicoupler NV 3401 with 
H. Wagner 


ae Transmitters at Home and Abroad, Rohde & Schwarz Instruments Stabilize Standard-frequency and (b) 
. Mooser 


Transmitter Amplifier for TV Band III, Fully Transistorized 10-W 
A. Wendl 


Transmitter, Bavaria 3 — a New VHF (b) 
P/mac 


Transmitter Combining Filters with Automatic Tuning, VHF and UHF 
W. Wondrowitz 


TV Measuring and Service Equipment, Sync & Colour-subcarrier Generator Assembly SPSF Supplies Pulses for 
H. Harm, R. Prechtl 


TV Station in the World, Northernmost (b) 
K. Christensen 


UC Standard System 20 
D. Frank, K. Rathmer 


Video Noise Meter UPSF for 40 Hz to 10 MHz 


J. Handi 
Videoskop II| SWOF, Sideband Adapter for 
J. Hempel 
Videoskop III SWOF, Transistorized 
H.W. Schulz 
Video Stabilizer VV 001 — Control and Regenerating Amplifier 
H. Mark 
Vision Test Modulator MZF 
W. Kabl 


VIT Inserter SPEF — First Step in VIT Techniques 
H. Harm, U. Geier 


VIT Measuring Techniques with Selective Sweep-generator Assembly Videoskop III 
Ruf 


Voltmeter, 20 Years of the Electronic (b) 
C. Reuber 


Wave Analyzers, 5Hz to 60kHz, FAT Series of (Application Note) 


Wideband Sweep Generator for Polyskop III SWOB 
G. Ebersberger 


Author Index 
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DC Microvoltmeter UIG — Description and Uses 


Beyrich, H. ; se 
GC 001, a New Stereocoder — also for Coding Mono Transmissions 


Blankenburg, K.H., see Betz, T. 


Bruckmoser, L. ; 
Design of Logic Circuits {yo 


(111) 
(IV) 
Burkhart, D. 
Power Signal Generator SMLU for 25 to 1000 MHz 
BuB, S.; Dabrowski, G. 
Active Octave Filter PBO (b) 


Christensen, K. 
DF Success in Norway (b) 
Northernmost TV Station in the World (b) 


Dabrowski, G. ‘ 
Capacitor Testline — Fully Automated with KVZT and UCK (b) 


see also BuB, S. 


Diezel, W. : 
Reflectometer ZRZ for Swept-frequency Operation 


Dirbeck, B. : 
Measuring the Q Factor of Coils ay” 


Ebersberger, G. 
Wideband Sweep Generator for Polyskop IIl SWOB 
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Friedel, K.; Huber, F.R. ; : 
Reliability of Real-time Telemetry Stations for the AZUR Satellite 


Fritze, B.; Oberauer, H. 
New Plug-ins for Counter FET 2 
Frequency Measurement up to 6 GHz 


Fruhauf, T. : 
Programmable Low-frequency Synthesizer SSN 


Geier, U.; Harm, H. : 
VIT Inserter SPEF — First Step in VIT Techniques 


Goldmann, H.; Stecher, M. 
Portable VHF Field-strength Meter HFV 


Hand, J. 
Video Noise Meter UPSF for 40 Hz to 10 MHz 


Harm, H.; Prechtl, R. ; K 
Sync & Colour-subcarrier Generator Assembly SPSF Supplies Pulses for TV Measuring and Service Equipment 
Harm, H., see Geier, U. 
Hempel, J. 
Sideband Adapter for Videoskop II| SWOF 
Hoffmann, W. d 
Logicscope — New-style, Handy IC Function Tester 
Huber, F.R., see Friedel, K. 


Jacob, P. 
Test Receiver USU 3 for 1 to 13 GHz 


Kabl, W. 
Vision Test Modulator MZF 
Klier, H. é 
Servicing of the Police Force’s Radiotelephone Equipment 
Kraumann, R. 
Synthesizer-type Frequency Meter FD 100 


Linhuber, E.; Schiller, M. 
Log-periodic Antenna for 1 to 15 GHz 


Machule, B. 
R&S Sound-level Meters in Mobile Application (b) 
Mark, H. : 
Video Stabilizer VV001 — Control and Regenerating Amplifier 
Mast, H. 
International Meeting of ATC Experts (b) 
Mausl, R. 
Basic Amplifier Circuits (III) (r) 
(IV) 


Mooser, L. 

Rohde & Schwarz Instruments Stabilize Standard-frequency and Time-signal Transmitters at Home and Abroad (b) 
Miller, K.-O. 

Simple and Rapid Noise-figure Measurements 


Nickel, H. 
Power Signal Generators and Field-strength Meters in Use in Salt Mines 


Oberauer, H., see Fritze, B. 


Pedersen, J.; Ramundt, H.-E. 
Test Assembly for Air-navigation and Communication Receivers 


Prechtl, R., see Harm, H. 


Ramundt, H.-E., see Pedersen, J. 
Rathmer, K., see Frank, D. 
Reuber, C. 
20 Years of the Electronic Voltmeter (b) 
Ruf, W. 
VIT Measuring Techniques with Selective Sweep-generator Assembly Videoskop II! 


Schiller, M. 

UHF Four-element Directional Array with Variable Polarization see also Linhuber, E. 
Schulz, H.W. 

Transistorized Videoskop IIl SWOF 
Stachl, H. 

Satellite View of Volcano (b) 
Stark, A. 

Preliminary Testing of HF Antenna for Panavia 200 (b) 
Stecher, M., see Goldmann, H. 
Swart, M. 

Colour-gain & Delay Test Set SPAF 


Turba, P. 
Measurements on Filters, Cables and Antennas (t) 
Thomanek, L., see Friede, K. 


Wagner, H. 

UHF Multicoupler NV 3401 with Thin-film Circuitry 
Wauer, D. 

Automatic Logic Tester ICF — for Economical Checking of Modules 
Weinberger, A. 

Portable Impulse Sound-level Meter EGT 
Wendl, A. 

Fully Transistorized 10-W Transmitter Amplifier for TV Band II! 
Wondrowitz, M. 

3-dB High-power Directional Couplers for VHF/UHF Range 

VHF and UHF Transmitter Combining Filters with Automatic Tuning 


Zirwick, K. 
Filters for Spectrum Analyzers (t) 
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